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Finally - there's a respirator that is lighter weight and more comfortable 
than dual cartridge respirators, yet more economical than disposables. 

AOSafety's Woodworker's Respirator helps provide 
protection against non-oil containing dusts, fumes 
and mists commonly associated with sanding or 
cutting wood, metal and plastic. 
The soft rubber facepiece features two 
exhalation valves for easier breathing. 
N95 filter disks can be replaced for 
repeated use. 
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Replacement N95 filter 
Two exhalation valves 
Soft rubber facepiece 
Easy to disassemble and clean 
Lightweight - under 5 ounces 


Product No. 

Description 

Item UPC 

Pack Type 

Qty 

Length x Width x Height 

Cube 

Weight (lbs) 

95190-00000 

Woodworker's Respirator 

0 78371 95190 0 

shipper 

10 

18.00x 13.50x8.75 

1.23 

4.60 

95191-00000 

Replacement N95 filters - 4 pk 

0 78371 95191 7 

shipper 

20 

17.00 x 9.50 x 6.50 

0.61 

1.75 
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Trust AOSafety, the leading consumer brand 
of safety in North America,, for superior 
products, margins and merchandising, 
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Aearo Company 

8001 Woodland Drive, Indianapolis, IN 46278 
Technical Information: 1-800-444-4774- Ordering Information: 1-SO0-327-343I 
Fax: 1 -800-488-8007 - Visit us on the web at www.aosafety.cotn 


